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ABSTRACT 


Purpose: It was proposed in this study to develop a new formula based on corneal keratometry and 
axial length of ocular globe to estimate the objective refraction or estimated spherical power. Methods: 
Retrospective and cross-sectional study in which were selected medical records from 150 myopic 
patients, consecutive, attended at the Oftalmocenter Santa Rosa, Cuiabá, MT, between 2017 and 2019. 
Collected from these records were the age, sex, visual acuity, cycloplegic refraction, and the results from 
corneal topography and optic biometric. It was applied the multiple linear regression test to determine the 
possible models for the development of proposed formula. Results: Among the 150 medical records, 100 
right eyes had all criteria and were included in this study. The mean age of population studied was 17 + 
6.2 years, of which 49 were males. The average and the SD of myopia, astigmatism, K,, K, and axial length 
were -4.42 + 2.06 D, 0.57 + 0.86 D; 44.14 + 1.09 D, 44.97 + 1.38 D, e 25.00 + 1.19 mm, respectively. The 
formula was: estimated spherical power = 63.7584 — 1.6647 x axial length - 0.6018 x K,. The coefficient of 
adjusted determination between the objective refraction with cycloplegia and estimated spherical power 
was 0.75. Conclusion: The formula demonstrated to possess high level of agreement with refraction in 
this population. The formula may be studied in subjective refraction in patients with irregular astigmatism 
and this hypothesis must be confirmed in subsequent studies in the population with keratoconus. 


RESUMO 


Objetivo: Propôs-se desenvolver uma fórmula baseada na ceratometria corneana e diâmetro 
anteroposterior do globo ocular para estimar a refração esférica objetiva, ou poder esférico estimado. 
Métodos: Estudo retrospectivo, transversal e observacional, selecionou prontuários de 150 pacientes 
míopes, consecutivos, atendidos no Oftalmocenter Santa Rosa - Cuiabá - MT, entre o período de 
2017 a 2019. Coletou-se dados da idade, sexo, acuidade visual, refração com cicloplegia, e resultados 
da ceratometria e diâmetro anteroposterior. Utilizou-se a regressão linear múltipla para determinar os 
possíveis modelos. Resultados: Dos 150 prontuários, 100 olhos direitos continham todos os critérios de 
inclusão. A idade média foi de 17 + 6,2 anos, sendo 49 do sexo masculino. A média e o DP da miopia, 
astigmatismo, K,, K, e diâmetro anteroposterior foram de -4,42 + 2,06 D, 0,57 + 0,86 DC, 44,14 + 1,09, 
44,97 +1,38 D, e 25,00 + 1,19 mm, respectivamente. A fórmula deduzida foi: poder esférico estimado = 
63,7584 - 1,6647 x diâmetro anteroposterior - 0,6018 x K,. O coeficiente de determinação ajustado entre 
a refração objetiva e a poder esférico estimado foi de 0,75. Conclusão: A fórmula apontou alto índice 
de concordância com a refração dessa população. A fórmula deduzida deverá ser estudada na refração 
subjetiva dos pacientes com astigmatismo irregular, devendo-se sua eficácia ser comprovada em estudos 
subsequentes nesta população. 
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INTRODUCTION 


Finding the best refraction in irregular astig- 
matism (IA) is one of the greatest challenges in re- 
fractometry. Keratoconus is a bilateral, progressive, 
noninflammatory corneal disease and the most fre- 
quent cause of IA!!!, TA can lead to extreme technical 
difficulty in objective refraction owing to the classic 
scissor reflexes in retinoscopy and to the poor repro- 
ducibility of the results of autorefractors, which has 
resulted in subjective refraction in long-term cases), 
The use of the Gasset rule was proposed decades ago, 
considering only the minimum and maximum kera- 
tometry values (K, and K,) to suggest the initial sub- 
jective spherical and cylindrical refraction!?). 

In determining ocular spherical power, the follo- 
wing three factors are important: the anterior corne- 
al curvature, the lens power, and the axial length of 
the eyeball (AL). In patients with keratoconus, the 
natural tendency to find myopic spherical refraction 
is primarily attributable to an increased corneal 
curvature!?, 

In this perspective, the present study aimed to re- 
trospectively analyze medical records of patients with 
myopia, in order to obtain data and develop a new 
formula for estimating spherical power that takes the 
keratometry values and AL into consideration. 


METHODS 


This cross-sectional, retrospective, observational 
study selected 150 medical records of patients from 
Oftalmocenter Santa Rosa, an ophthalmological cli- 
nic in Cuiabá, Brazil. The patients selected were all 
diagnosed with myopia and underwent the eye exa- 
ms related to this study sequentially between January 
2017 and December 2019. 

Patients of both sexes were included, with static 
refraction between —9.00 and — 1.00 spherical diop- 
ters (D), and topographically regular corneas accor- 
ding to the criteria standardized in 1994 by Maeda 
and Klyce!?). Patients both with and without astigma- 
tism were included; however, when this condition was 
present, it should be between 0.25 and 3.00 cylindri- 
cal diopters (D). Patients younger than 10 years or 
older than 35 years, those with incomplete data, with 
eye anomalies, who had previous eye surgery, those 
with any mental deficit or genetic syndromes, or who 
did not cooperate in the examinations were excluded. 

Age, sex, visual acuity, cycloplegic refraction (CR), 
minimum and maximum topographic keratome- 
try values (K, and K,), and AL (right eye only) were 
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collected for the records that met all the inclusion 
criteria and did not meet any of the exclusion criteria. 

Statistical analyses were performed using SPSS 
statistical software, version 22.0 (IBM Corporation, 
Armonk, New York, USA) and Excel 2016 (part of 
Office 2016; Microsoft Corporation, Redmond, Wa- 
shington, USA). The data were described through 
graphs, tables, and descriptive statistics. 

To develop the proposed formula, multiple linear 
regression was used to determine the possible mo- 
dels!%, with the joint significance of the explanatory 
variables being verified by the F test, and the indivi- 
dual significance for each variable of the model by the 
t test. Subsequently, after determining the models, 
the assumptions were verified using the Kolmogorov- 
Smirnov (normality), Breusch-Pagan (homogeneity), 
and Durbin-Watson (independence) tests, all using a 
significance level of 5%. 

After developing the formula (obtained through 
a regression model), the myopic values found in the 
CR were compared with the values estimated by the 
proposed formula. 

This study was approved by the Ethics and Re- 
search Committee of Centro Universitário de 
Várzea Grande (UNIVAG), Várzea Grande, State 
of Mato Grosso, Brazil, under the Certificate of 
Presentation for Fthical Appraisal (CAAE) No. 
40989720.2.0000.5692, meeting all the ethical re- 
quirements set forth by Resolution No. 466/2012 of 
the Brazilian National Health Council. 


RESULTS 


One hundred medical records met the selection 
criteria. The mean age of the population studied was 
17 + 6.2 years, ranging from 10 to 35 years, and with 
49 (49%) males. The mean and standard deviation 
of myopia were —4.42 + 2.06 D, ranging from —1 
to —9 D; for astigmatism, 0.57 + 0.86 D, ranging 
from O to 3.25 CD. K, had a mean + SD of 44.14 + 
1.09 D (range, 43-47.7 D), and K, had 44.97 + 1.38D 
(range, 43-48.9 D). Finally, the mean + SD for AL 
were 25.00 + 1.19 mm (range, 22.26-27.92 mm). 

The deduced formula for the best approximation 
of RUC for the estimated spherical power (ESP) was: 

ESP = 63.7584-1.6647 x APD -0.6018 x K, 

where an adjusted coefficient of determination 
was obtained (adjusted R? = 0.7543). 

The values determined for CR and those estima- 
ted for all participants using the ESP formula are shown 
in Figure 1, and their descriptive statistics are shown 
in Table 1. 
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Determined value 


= Cyclopegic refraction o ESP 


Figure 1. Values determined for refraction under cycloplegia and 
estimated spherical power. 


Table 1. Minimum, maximum, median, and mean values, with their 
respective 95% confidence intervals for refraction under cycloplegia 
and estimated spherical power 


Minimal Maximal 'Median Medium [CI (95%)] 
CR -9,00 -1,00 -4,25 -4,42 [-4,82; -4,09] 
ESP -8,70 0,53 -4,49 -4,42 [-4,77; -4,07] 
DISCUSSION 


One of the origins of the classic phrase of the great 
masters of refractometry, “ocular refraction is an art,” 
is refraction in irregular astigmatisms. Some patients 
with keratoconus have high myopic and astigmatic 
powers and cannot tolerate the prolonged use of con- 
tact lenses; thus, glasses are an essential alternative 
during part of the day to allow these patients to per- 
form daily activities”). K, and AL values have been 
used as means to quickly estimate a spherical power 
to initiate subjective refraction in these cases. These 
values can be obtained by corneal keratometry and 
low-cost ultrasonic biometry, and they could help 
in difficult cases of refraction. The initial values of 
astigmatism that may exist in cases of IA should be 
addressed according to the appropriate literature. 

In recent decades, studies have emerged demons- 
trating good results with the use of wavefront devices 
to provide objective refraction in these cases; however, 
these studies were not randomized or double-blind, 
and the high cost of this technology prevents its use 
in routine approaches in ophthalmological offices in 
Brazil!8º), 

Several studies have correlated biometric data 
with ocular refraction. Corneal curvature has a low 
correlation with this measurement. The greatest cor- 
relation is typically identified between AL and ocular 
refraction!!011) Therefore, it can be expected that the 
Gasset formula, previously proposed for estimating 
the spherical power in IAs, is not very reproducible 
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for this purpose. Another study used AL in the past 
to estimate the ESP; in one study, a formula was de- 
veloped for a population aged 0.5-33 years with con- 
genital glaucoma, but with a mean of 11.06 years, 
which indicates a large number of patients younger 
than 10 years. In this age group, the lens has greater 
power, which leads to greater myopic powers, in addi- 
tion to eyes with a high AL due to the characteristic 
buphthalmos!!2. The diagnosis of keratoconus is 
usually at an older mean age than in the present study. 
The age of the population selected for this study 
sought to represent the age group related to the diag- 
nosis of keratoconus. Therefore, the population aged 
under 10 years may have undercorrected ESP values. 

Lens power is another important biometric mea- 
surement that could help to refine the formula; ho- 
wever, its measurement is performed with greater 
precision by optical biometry, which allows the lens 
power to be estimated using the Bennett formula (or 
the formula adapted by Rozema!!314), provided data 
on the depth of the anterior chamber, lens thickness, 
corneal keratometry, AL, and refraction are known. 
Owing to the fact that the present study did not pro- 
pose to determine the ocular refraction beforehand, 
performing this calculation was unfeasible. 

The formula obtained in this study helps to find 
the best initial objective refraction in patients with 
mild ocular medium opacities that do not allow cor- 
rect retinoscopy, and for whom the autorefractor does 
not provide reliable results. 

This study has some limitations, such as not 
having used the formula in irregular corneas (this 
will be Phase Two of this study) and not having se- 
lected only corneal curvatures of >46 D, which are 
commonly found in the population with keratoconus. 

With this new formula, a high rate of agreement 
with CR was found in this population. The use of 
the formula obtained may simplify the initiation of 
subjective refraction in patients with mild ocular me- 
dium opacities. In the future, it may also be possible 
to reduce the subjective refraction time in patients 
with highly irregular astigmatism. New randomized 
and blinded studies in the population with keratoco- 
nus may confirm these claims. 
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